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Message Text 

CONFIDENTIAL 

PAGE 01 JAKART 02618 010726Z 
ACTION OC-06 

INFO OCT-01 EA-07 ISO-OO CCO-OO SY-05 OCL-OO /019 W 

010850 086780/14 

R 010700Z MAR 77 
FM AMEMBASSY JAKARTA 
TO SECSTATE WASHDC 9494 
INFO AMEMBASSY MANILA 
AMCONSUL HONG KONG 

CONFIDENTIAL JAKARTA 2618 

DEPT FOR OC/S, A/SY/OPS/T, MANILA FOR TSO, RCO, ATO; 

HONG KONG FOR RTC, TSS 

E.O. 11652: GDS 
TAGS: ACOM ASEC 

SUBJECT: ELECTRICAL CIRCUITS IN COMMUNICATIONS CENTERS 

REF: 76 STATE A-2673 AND A-787 

1 . ALL GENERAL WIRING IN COMMUNICATIONS CENTER WITH EXCEPTION 
OF SHIELDED ENCLOSURE DOES NOT COMPLY WITH S/KAG-1B, PARA. 12009. 
WIRING DOES NOT ENTER CENTER AT ONE POINT AND IS NOT CONTAINED 
IN CONDUIT. 

2. REQUEST THAT A JOINT COM/SY TEAM SURVEY THE COMMUNICATIONS 
CENTER AND THAT A SEABEE TEAM BE PROGRAMMED FOR COMPLETELY 
REWIRING THE COMCENTER. 
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